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Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Absorption. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 3 
Tentative Methods of Test for: A 
Absorption by Aggregates for Concrete (Laboratory Determinations), 711. — 
Absorption of Mixing Water by Aggregates for Concrete (Field Test), 713. 
Untreated Paper Used in Electrical Insulation, 839. ive. 
Tentative Specifications for Clay Sewer Pipe, 691. ila 
Accelerated Weathering Tests. Report of Subcommittee VIII, ‘Committee Ds, 
379. 
Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
Report of Subcommittee VIII, Committee D-8, Appendix, 381. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 
178. 
Tentative Specifications for Wood to be Used as Panels in Accelerated Weather 
Tests of Paints and Varnishes, 745. 
Accelerator, Concrete. 
Tentative Specifications for Calcium Chloride, 762. 
Tentative Methods of Test for: * 
Rubber Belting Used for Power Transmission, 904. hs alg ar 
Rubber Hose, Braided Construction, 909. 
Rubber Hose, Wrapped Construction, 915. Ad 
Admiralty Metal. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Aggregates. 
See also Sand; Slag; Stone. 
Concrete and Concrete Aggregates. Report of Committee C-9, 285. 
Research. Report of Committee E-9, 500. 
Round table discussion on industrial applications of particle size measurements. 
Report of Technical Committee on Particle Size and Shape, Committee 
E-1, 446. 
A Study of the Analysis of Fresh Concrete with the Dunagan Buoyancy Appa- 
ratus, by H. R. Nettles and J. M. Holme. Report of Committee C-9, Appen- 
dix III, 297. Discussion, 306. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggregates 
for Concrete, 713. 
Tentative Method of Test for Absorption by Aggregates for Concrete (Labora- 
tory Determinations), 711. 
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Life Tests for Rubber Products. Report of Subcommittee XV, Committee 
D-11, 412. 
Tentative Methods of Testing Untreated Paper Used in Electrical Insulation, 
839. 
Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 
Rubber, 871. 
Tentative Specifications for Insulated Wire and Cable: Performance Rubber 
Compound, 894 
Alloys, Non-Ferrous. 


See also Bearing Metal; Brass; Bronze; Copper; Electrical Resistance and 
Heating Alloys; Light Metals. 
(Items on non-ferrous alloys are also indexed under the materials and subjects 
covered by them.) 
_ Atmospheric Corrosion of Non-Ferrous Metals and Alloys. Report of Sub- 
committee VI, Committee B-3, 234. 
Copper and Copper Alloys, Cast and Wrought. Report of Committee B-5, 258. 
Corrosion of Non-Ferrous Metals and Alloys. Report of Committee B-3, 232. 
Die-Cast Metals and Alloys. Report of Committee B-6, 262. 
_ Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 209. 
_ Electrical- -Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
Committee B-4, 252. 
Non-Ferrous Metals and Alloys. Report of Committee B-2, 226. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Alloy Steel. 
See also Steel. 
Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 209. 
_ Tron- -Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com- 
mittee A-10, 176. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 
178. 
_ Tentative Methods of Test for: 
Impact Testing of Metallic Materials, 976. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Materials, 
1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Specifications for: 


) tg Alloy-Steel Castings for Structural Purposes, 553. 


a Heat-Treated Steel Elliptical Springs, 564. 
i Normalized and Tempered Alloy-Steel Forgings for Locomotives, 559. 
Aluminum. 
Die-Cast Metals and Alloys. Report of Committee B-6, 262. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
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Tentative Methods of Test for: 
Chemical Analysis of Aluminum and Light Aluminum Alloys, 620. 
Impact Testing of Metallic Materials, 976. etal ds 
d Long-Time (Creep) High-Temperature Tension Tests of Metallic Materials, 
1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Specifications for: oi 
J Aluminum-Alloy (Duralumin) Bars, Rods and Shapes (Aluminum-Copper- 
Magnesium-Manganese), 600. 
Aluminum-Alloy (Duralumin) Sheet and Plate (Aluminum-Copper-Mag- 
nesium-Manganese), 610. 
, Aluminum-Base Alloy Die Castings, 641. 
Aluminum-Base Alloy Sand Castings, 595. bee 
Aluminum-Base Sand-Casting Alloysin Ingot Form, 592, 
Aluminum-Manganese Alloy Sheet and Plate,614. 2s” 
Aluminum Sheet and Plate, 605. 
Amaloy (Hot-Dip Lead). 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
1 Analyses. 


See Chemical Analyses. 
t (Methods of analyses, testing, etc., are also indexed under the materials and 
subjects covered by them.) 
Analysis Test Data. 7 


Annual Report of the Executive Committee, 32. 
Introspection. Annual Address by the President, Cloyd M. Chapman, 27. 


h Papers and Publications. Report of Committee E-6, 492. Ok. 
Summary of Proceedings of the Thirty-sixth Annual Meeting, 1 p eigen 
Apparatus. 
See Testing Apparatus. Po 
», Asbestos. 
Tentative Specifications for Asbestos Roving, 921. 
Asphalt. 
S, Accelerated Weathering Tests. Report of Subcommittee VIII, Committee 
D-8, 379. 
Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
6. Report of Subcommittee VIII, Committee D-8, Appendix, 381. 


Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 799. 


Tentative Methods of Testing Bituminous Emulsions, 774. wth 
Tentative Specifications for: heer A, 
Asphalt Cap Sheet Surfaced with Mineral Granules,778. 
rd Asphalt Roll-Roofing and Shingles Surfaced with Mineral Granules, 736. 
Asphalt Roll-Roofiing Surfaced with Granular Talc, 791. 
2S, Asphalt Roll-Roofing Surfaced with Powdered Talc, 795. 


Heavy Weight Asphalt Roll-Roofing and Heavy Weight Asphalt Shingles 
Surfaced with Mineral Granules 781. 
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See Corrosion; Weathering Tests. 


Tentative Methods of Impact Testing of Metallic Materials, 976. 
Tentative Specifications for Normalized and Tempered Alloy-Steel Forgings for 


Bars. 
Tentative Specifications for: 

Aluminum-Alloy (Duralumin) Bars, Rods and Shapes (Aluminum-Copper- 


Steel for Bridges, 511. te 


Beading Test. 
Tentative Methods of Testing Rubber Belting Used for Power Transmission, 904. 
Bearing Metal. 
Tentative Methods of Impact Testing of Metallic Materials, 976. 
Tentative Methods of Rockwell Hardness Testing of Metallic Materials, 967. 
Belting. 
Tentative Methods of Testing Rubber Belting Used for Power Transmission, 904. 
Benzene. 
Tentative Specifications for Industrial 90 per cent Benzene (Benzol), 731. 
Bituminous Materials. 
See also Petroleum Products; Road Materials; Waterproofing. 
Accelerated Weathering Tests. Report of Subcommittee VIII, Committee D-8, 
379. 
Bituminous Waterproofing and Roofing Materials. Report of Committee D-8, 
374. 
Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
‘ Report of Subcommittee VIII, Committee D-8, Appendix, 381. 
Tentative Methods of Test for: 
Asphalt Roll-Roofing Surfaced with Fine Talc, Granular Tale or Mineral 
Granules; also Asphalt Shingles Surfaced with Mineral Granules, 799. 
Bituminous Emulsions, 774. 
Compounds Used for Splicing Electrical Cables and Filling Potheads, 818. 
Tentative Specifications for: 
Asphalt Roll-Roofing and Asphalt Shingles Surfaced with Mineral Granules, 
786. 
Asphalt Roll-Roofing Surfaced with Granular Talc, 791. 
ae Asphalt Roll-Roofing Surfaced with Powdered Tale, 795. 
: Heavy Weight Asphalt Roll-Roofing and Heavy Weight Asphalt Shingles 
Surfaced with Mineral Granules, 781. 


A Procedure for Measuring Bleeding of Cup Greases, by Winslow H. Herschel. 
Report of Subcommittee IV, Committee D-2, Appendix, 343. 
Block. 


Tentative Revision of: 
Standard Specifications for Block for Durax Granite Pavements, 1043. 
Standard Specifications for Block for Granite Block Pavements, 1043. 
tandard Specifications for Block for Recut Granite Block Payements, 1043. 
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Tentative Revision of Standard Specifications for Lap-Welded and Seamless 
Steel and Lap-Welded Iron Boiler Tubes, 1028. 

Tentative Specifications for: 

High Tensile Strength Carbon-Steel Plates for Fusion-Welded Pressure 
Vessels (Plates over 2 in. up to and Including 4 in. in Thickness), 539. 
: High Tensile Strength Carbon-Steel Plates for Pressure Vessels (Plates 2 
in. and Under in Thickness), 533. 
Lap-Welded and Seamless Steel Pipe for High- Temperature Service, 572. 
Wrought-Iron Rivets and Rivet Rounds, 587. 
Boiling Nitric Acid Test. 

Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 

178. 
Bolts. 

Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 

Tentative Specifications for Zinc Coating (Hot-Dip) on Hardware and Fasten- 
ings, 583. 

Braid. 

Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 

Rubber, 871. 
Brass. 

Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 

Tentative Methods of Test for: 

Determination of Phosphorus in Copper-Base Alloys in Ingot Form for 
Sand Castings, 638. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
rials, 1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
_ Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Breaking Strength. 

The Determination and Significance of ‘ Proportional Limit” and “ Breaking 
Strength” in Short-Time High-Temperature Tests. Report of Joint Re- 
search Committee, Appendix IT, 218. 

Brick. 

See also Refractories. 

Tentative Method of Control Test for Resistance of Fire-Clay Brick to Thermal 
Spalling Action, 689. 

Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 


sion, Flexure, Shrinkage), 684. 


Tentative Specifications for Concrete Building Brick, 665. Se 
Tentative Specifications for: 
Carbon-Steel Castings for Industrial, Railroad and Marine Uses, 544 
Mild Steel Plates, 526. 
Steel for Bridges, 511. 
Brinell Hardness. 
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Report on inspection of atmospheric corrosion tests of non- ne metals an 
alloys exposed at nine test locations, 244. 
Tentative Methods of Test for: 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
4 rials, 1004. 
tn Rockwell Hardness Testing of Metallic Materials, 967. 
‘ Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Revision of Standard Methods of Chemical Analysis of Manganese 
Bronze, 1030. 
Building Tile. 


See Tension Testing, 
ore 
Cable. 
Tentative Methods of Testing Compounds Used for Splicing Electrical Cables 
and Filling Potheads, 818. 
Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 
Rubber, 871. 
Tentative Specifications for Insulated Wire and Cable: Performance Rubber 
Compound, 894. 
Cadmium Plate. 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Calcium Chloride. 
Tentative Specifications for Calcium Chloride, 762. 
Calibration, Methods of. 
Tentative Methods of: 
Impact Testing of Metallic Materials, 976. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Verification of Testing Machines, 1013. 
Calorized. 
Report on inspections of metallic coatings on hardware, Paty aie 
tubular goods, etc., exposed to atmosphere on test racks at five bic 156. 
See Locomotives and Cars. 
See Alloy Steel; Aluminum; Brass; Bronze; Cast Iron; Copper; Die Cast- 
ings; Light Metals; Malleable Iron; Steel. 
Cast Iron. 
Cast Iron. Report of Committee A-3, 84. p : 
Impact Testing. Report of Subcommittee XV, Committee A-3,87. 
Microstructure of Irons in Impact Investigation, by R. M. Allen. Report of 
Subcommittee XV, Committee A-3, Appendix, 130. 
Tentative Methods of Impact Testing of Metallic Materials, 976. 
Tentative Specifications for Zinc Coating (Hot-Dip) on Hardware and Fasten- 
ings, 583. 
Cellulose Coatings. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 327 
aie Tentative Methods of Test for Soluble Nitrocellulose Base Solutions, 737. 
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Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 741. : 

Cement. 

Cement Reference Laboratory. Report of Subcommittee, Committee C-1, 272. 

Cement. Report of Committee C-1, 269. 
Round table discussion on industrial applications of particle size measure- 

ments. Report of Technical Committee on Particle Size and Shape, Com- 
mittee E-1, 446. 
A Study of the Analysis of Fresh Concrete with the Dunagan Buoyancy Appa- | 
ratus, by H. R. Nettles and J. M. Holme. Report of Committee C-9, Appen- | 
dix III, 297, Discussion, 306. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. a 
Tentative Method of Analysis for the Particle Size Distribution of Sub-Sieve 
Size Particulate Substances, 989. e 

C. F. R. Engine. 

Tentative Method of Test for Knock Cece teristics of Motor Fuels, 746. 

Charpy Impact Test. ye 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. | 
Tentative Methods of Impact Testing of Metallic Materials, 976. 

Chemical Analyses. 

Tentative Methods of Test for: 

Chemical Analysis of Aluminum and Light Aluminum Alloys, 620. 
+ Chemical Analysis of Metallic Materials for Electrical Heating, 648 
* Determination of Phosphorus in Copper-Base Alloys in Ingot Form for ae 
Sand Castings, 638. 
Identification of Fibers in Textiles and for the Quantitative an of 
Textiles, 931. 

Tentative Revision of: | 
Standard Methods of Chemical Analysis of Manganese Bronze, 1030. wees 
Standard Methods of Routine Analysis of Yellow and Orange Pigments — ne 

Containing Chromium Compounds, Blue Pigments and Chrome Green, 
1038. 
Standard Methods of Routine Analysis of White Linseed Oil Paints, 1036. 

Chromium Pigments. 

Tentative Revision of Standard Methods of Routine Analysis of Yellow and _ 
Orange Pigments Containing Chromium Compounds, Blue Pigments and J? 
Chrome Green, 1038. 

Chromium Steel. ; 

Methods of Corrosion Testing. Report of Subcommittee IV, Committee A- 10, "a - aa 
178. 

Tentative Specifications for Clay Sewer Pipe, 691. 

Cloth. 
See Insulating Materials; Textile Materials. _ : 

Classification of Coals. Report of Sectional Committee, 357. 

Coal and Coke. Report of Committee D-5, 353. 

Proposed Definitions of the Term: Net Calorific Value and Gross Calorific 

Value. Report of Committee E-8 on Nomenclature and Definitions, 497. 
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Coal (Continued): 
= Round table discussion on industrial applications of particle size measure- 
ments. Report of Technical Committee on Particle Size and Shape, Com- 
mittee E-1, 446. 
Tentative Method of Analysis for the Particle Size Distribution of Sub-Sieve 
Size Particulate Substances, 989. 
Tentative Revision of Standard Method of Test for Size of Anthracite, 1049. 
Coke. 
Coal and Coke. Report of Committee D-5, 353. 
Proposed Definition of the Term Coke, Report of Committee E-8 on Nomen- 
clature and Definitions, 499. 
Proposed Definitions of the Terms Net Calorific Value and Gross Calorific 
Value, Report of Committee E-8 on Nomenclature and Definitions, 497. 
Tentative Method of Sampling Coke for Analysis, 715. 
 Compression-Set. 
Rubber Products. .Report of Committee D-11, 405. 
Compression Testing. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Tentative Methods of Compression Testing of Metallic Materials, 959. 
Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 
sion, Flexure, Shrinkage), 684. 
Tentative Specifications for Clay Sewer Pipe, 691. 
- The Action of Water on Concrete, by B. Kellam. Report of Committee C-9, 
Appendix II, 289. 
Concrete and Concrete Aggregates. Report of Committee C-9, 285. 
Road and Paving Materials. Report of Committee D-4, 348. 
A Study of the Analysis of Fresh Concrete with the Dunagan Buoyancy Appa- 
ratus, by H. R. Nettles and J. M. Holme. Report of Committee C-9, Appen- 
dix III, 297. Discussion, 306. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggregates 
for Concrete, 713. 
Tentative Method of Test for Absorption by Aggregates for Concrete (Labora- 
tory Determinations), 711. 
Tentative Revision of Standard Specifications for Cement-Concrete Sewer Pipe, 
1031. 
Tentative Specifications for: 
Calcium Chloride, 762. 
Concrete Building Brick, 665. 
Concrete for Pavements, 764. 
Load-Bearing Concrete Masonry Units, 678. 
s Ready Mixed Concrete, 703. 
Concrete Reinforcement. 
Tentative Revision of Standard Specifications for Cold-Drawn Steel Wire for 
Concrete Reinforcement, 1028. 
Condenser Paper. 


Tentative Methods of Testing Untreated Paper Used in Electrical Insulation, 
839. 
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Consistency. 
Proposed Definitions of the Terms Consistency and Plasticity. Report of Com- 
mittee E-1 on Methods of Testing, 445. ; 
Tentative Methods of Test for: 
Nitrocellulose Clear Lacquers and Lacquer Enamels, 741. = 
Penetration of Greases and Petrolatum, 756. 
Soluble Nitrocellulose Base Solutions, 737. 
Copper and Copper Alloys, Cast and Wrought. Report of Committee B-5, 258. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Tentative Methods of Test for: ‘Lip 
Determination of Phosphorus in Copper-Base Alloys in Ingot Form for __ 
Sand Castings, 638. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Materials, 
1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea — 
Rubber, 871. 
Tentative Specifications for Insulated Wire and Cable: Performance Rubber 
Compound, 894. 
Copper-Bearing Steel. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 
Tentative Specifications for: 
Mild Steel Plates, 526. : 
Steel for Bridges, 511. 
Steel for Buildings, 519. 
Copper in Textiles. 
Tentative Methods of Test for Small Amounts of Copper and Manganese in 
Textiles, 927. 
Copper Sulfate Stain Test. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 
178. 
Corrosion. 
See also Weathering Tests. 
Atmospheric Corrosion of Non-Ferrous Metals and Alloys. Report of Sub- 
committee VI, Committee B-3, 234. 
Corrosion of Iron and Steel. Report of Committee A-5, 140. re 
Corrosion of Non-Ferrous Metals and Alloys. Report of Committee B-3, 232 _ 
Die-Cast Metals and Alloys. Report of Committee B-6, 262. : Be 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee a 
A-5, 149. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, a ‘ 
178. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Report on inspections of metallic coatings on hardware, structural a 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Specifications for Metallic-Coated Products. Report of Subcommittee VI, 
Committee A-5, 147. 
_ Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 
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Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 
Rubber, 871. 
Cotton Fabrics. 
Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 
Tentative Revision of Standard Specifications for Tolerances and Test Methods 
for Certain Light and Medium Cotton Fabrics, 1045. 
Tentative Revision of Standard Specifications for Tolerances for Hose Ducks 
and Belt Ducks, 1044. 
Tentative Specifications for Holland Cloth, 924. th. 
Textile Materials. Report of Committee D-13, 417. ee 
ce See Temperature, Effect of. 
Creosote Oil. 
A - Timber Preservatives. Report of Subcommittee VI, Committee D-7, 369. 
Cresol Phosphate. 
Tentative Specifications and Tests for Tricresyl Phosphate, 733. 
Crushing Strength. hate 
¥ See Compression Testing. 
Curing Concrete. 
Tentative Specifications for Calcium Chloride, 762. 


Data, Analysis and Presentation of. _ i wh 


Die-Cast Metals and Alloys. Report of Committee B-6, 262. 


Methods of Testing. Report of Committee E-1, 443. 
Report of Committee on Manual on Presentation of Data (1933). Report of 
Committee E-1, Appendix, 451. 
Definitions of Terms. 
See Nomenclature. 

Deleterious Substances. 

Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 

Castings. 

: Die-Cast Metals and Alloys. Report of Committee B-6, 262. r. 
Tentative Methods of Impact Testing of Metallic Materials, 976. -) 
Tentative Specifications for Aluminum-Base Alloy Die Castings, 641. ao ee 
Tentative Specifications for Zinc-Base Alloy Die Castings, 644. 

Dielectric Strength. it. 
Tentative Methods of Testing Compounds Used for Splicing Electrical Cables 

and Filling Potheads, 818. 
Tentative Methods of Testing Sheet and Tape Insulating Materials for Dielec- 
tric Strength, 828. 

Distillation. 
Tentative Methods of Testing Bituminous Emulsions, 774. cae ne OG 

Drop Test. oe 

A. 
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Duck Fabrics. 
Tentative Revision of Standard Specifications for Tolerances for Hose Ducks 
and Belt Ducks, 1044. 
Dunagan Buoyancy Apparatus. 
A Study of the Analysis of Fresh Concrete with the Dunagan Buoyancy Appa- 
ratus, by H. R. Nettles and J. M. Holme. Report of Committee C-9, Appen- 
dix III, 297. Discussion, 306. 
Durability of Concrete. 
The Action of Water on Concrete, by B. Kellam. Report of Committee C-9, 
Appendix II, 289. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Duralumin. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Tentative Specifications for Aluminum-Alloy (Duralumin) Bars, Rods and 
Shapes (Aluminum-Copper-Magnesium-Manganese), 600. 
Tentative Specifications for Aluminum-Alloy (Duralumin) Sheet and Plate 
(Aluminum-Copper-Magnesium-Manganese), 610. 
Dust Prevention. 
Tentative Methods of Testing Bituminous Emulsions, 774. 
Tentative Specifications for Calcium Chloride, 762. 


Effect of Temperature. a; 
See Temperature, Effect of. 


Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 


Electrical Resistance and Heating Alloys. Jo q 
Electrical-Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
of Committee B-4, 252. 
Tentative Method of Test for Short-Time High-Temperature Tension Tests of 
Metallic Materials, 996. 
Tentative Methods of Chemical Analysis of Metallic Materials for Electrical 
Heating, 648. 
Electrodeposited Coatings. 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 149. 
Elongation. 
See Tension Testing. 
Embrittlement. 
Embrittlement Report of x, Comenittee A- 
166. 
Emulsions, Bituminous. 
Tentative Methods of Testing Bituminous Emulsions, 774. 
Enamels. 
Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer . 
Enamels, 741. 
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Executive Committee. 

Annual Report of the Executive Committee, 32. 
Exhibit Testing Apparatus. 

Second Exhibit of Testing Apparatus and Machines. 

Executive Committee, 50. 

Summary of Proceedings of the Thirty-sixth Annual Meeting, 1.  _ 

See Corrosion; Weathering Tests. abated 
Extraction, Methods of. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 


Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 799. 


Report of the 


Eyebars. 


Tentative Specifications for Steel for Bridges, 511. 
See Cotton Fabrics; Textile Materials. 
Fatigue. 

Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
Felt. 
Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 


Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 799. 


Tentative Specifications for: 


Asphalt Roll-Roofing and Asphalt Shingles Surfaced with Mineral Granules, 
786. 
Asphalt Roll-Roofing Surfaced with Granular Talc, 791. 
Asphalt Roll-Roofing Surfaced with Powdered Talc, 795. 
Heavy Weight Asphalt Roll-Roofing-and Heavy Weight Asphalt Shingles 
Surfaced with Mineral Granules, 781. 
Fibers. 
Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 
Fineness. 
See Mechanical Analysis. 


Tentative Specifications for High Tensile Strength Carbon-Steel Plates for 
Fusion-Welded Pressure Vessels (Plates over 2 in. up to and Including 4 in. 
in Thickness), 539. 

Tentative Specifications for High ‘Tensile Strength Carbon-Steel Plates for 
Pressure Vessels sai 2 in. and Under in Thickness), 533. 


Tentative Specifications for: ve 

Structural Clay Floor Tile, 667. 

Structural Clay Load-Bearing Wall Tile, 674. 

Structural Clay Non-Load-Bearing Tile, 671. 


Fire Tests of Materials and Construction. Report of Committee C-5, 275. 
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Tentative Methods for the Identification of Fibers in “Textiles and for the 
Quantitative Analysis of Textiles, 931. 
Fiexure Testing. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 
Tentative Specifications for Concrete for Pavements, 764. 
Floor Tile. 
See Tile. 
Forgings. 
Tentative Methods of Impact Testing of Metallic Materials, 976. 
Tentative Revision of Standard Specifications for Quenched-and-Tempered 
Alloy-Steel Axles, Shafts, and Other Forgings for Locomotives and Cars, 1027. 
Tentative Revision of Standard Specifications for Quenched-and-Tempered 
Carbon-Steel Axles, Shafts, and Other Forgings for Logomotives and Cars, 
1027. 
Tentative Specifications for Normalized and Tempered Alloy-Steel Forgings for 
Locomotives, 559. 
Freezing-and-Thawing Tests. 
Summary of Report on Significance of Tests of Concrete and Concrete Agere- 
gates. Report of Committee C-9, Appendix I, 288. 


See Adhesion Test. 

Fuel Oil. hig 
Petroleum Products and Lubricants. Report of Committee D-2, 332. 

Furring Tile. 
Tentative Specifications for Structural Clay Tile, 671. 


Coal and Coke. Report of Committee D-5, 353. 


Galvanic Couple Tests. 
Corrosion of Non-Ferrous Metals and Alloys. Report of Committee B-3, 232. 
Galvanizing. 
See also Zinc. 
Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 
166. 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 149. 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Specifications for Metallic-Coated Products. Report of Subcommittee VI, 
Committee A-5, 147. 
Tentative Specifications for Zinc Coating (Hot-Dip) on Hardware and Fasten- 
ings, 583. 
Zinc Coating of Iron and Steel. Report of Sectional Committee, 170. 
Gasoline. 
Petroleum Products and Lubricants. Report of Committee D-2, 332. 
Tentative Method of Test for Knock Characteristics of Motor Fuels, 746. 
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See Metallography. 


‘Gravel. 


See also Aggregates. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggregates 
for Concrete, 713. 
Tentative Method of Test for Absorption by Aggregates | for Concrete (Labora- 
See Cast Iron. 
Grease. 
Grease. Report of Subcommittee IV, Committee D-2, 342. eitetinT 
A Procedure for Measuring Bleeding of Cup Greases, by Winslow H. Herschel. 
Report of Subcommittee IV, Committee D-2, Appendix, 343. 
Tentative Method of Test for Penetration of Greases and Petrolatum, 756. 
Gypsum. i 
Gypsum. Report of Committes C-11, 311. 


Impact Testing of Cast Iron. Report of Subcommittee XV, Committee rig 87. 
Tentative Methods of Rockwell Hardness Testing of Metallic Materials, 967. 
Hardware. 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Heat-Resistant Alloys. 
See Electrical Resistance and Heating Alloys. 
Heat Treatment. 
Heat Treatment of Iron and Steel. Report of Committee A-4, 138. 
Tentative Specifications for: 
Alloy-Steel Castings for Structural Purposes, 553. 
Carbon-Steel Castings for Industrial, Railroad and Marine Uses, 544. 
Heat-Treated Steel Elliptical Springs, 564. 
High Tensile Strength Carbon-Steel Plates for Fusion-Welded Pressure 
Vessels (Plates Over 2 in. up to and Including 4 in. in Thickness), 539. 
High Tensile Strength Carbon-Steel Plates for Pressure Vessels (Plates 
2 in. and Under in Thickness), 533. 
Normalized and Tempered Alloy-Steel Forgings for Locomotives, 559. 


Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 
See also Temperature, Effect of. 
: High-Temperature Heat Insulation (Compression, Flexure, Shrinkage), 684. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Materials, 
1004. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Specifications for — Welded and Seamless Steel ‘Pipe for teal 
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High-Temperature Cement. 
Tentative Method of Analysis for the Particle Size Distribution of Sub-Sieve 
Size Particulate Substances, 989. y 
Highway Materials. 
See Bituminous Materials; Concrete; Pavements; Road Materials. 
Holland Cloth. 
Tentative Specifications for Holland Cloth, 924. | 
Hollow Tile. 
See Tile. 
Hose. 

Tentative Methods of Test for Rubber Hose, Braided Construction, 909. adil 
Tentative Methods of Test for Rubber Hose, Wrapped Construction, 915. 
Hydrostatic Test. 
Tentative Methods of Test for Rubber Hose, Braided Construction, 909. _ 

Tentative Methods of Test for Rubber Hose, Wrapped Construction, 915 om 


Immersion Tests. ‘ : 


Corrosion of Non-Ferrous Metals and Alloys. Report of Committee B-3, 232. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-1 
178. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 
Impact Testing. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
Microstructure of Irons in Impact Investigation, by R. M. Allen. onan en “a 
Subcommittee XV, Committee A-3, Appendix, 130. 
Tentative Methods of Impact Testing of Metallic Materials, 976. cneres oe 
Insulating Materials. 
Electrical Insulating Materials. Report of Committee D-9, 386. 
Tentative Methods of Test for: 
Compounds Used for Splicing Electrical Cables and Filling Potheads, 818. 
Grading Natural Mica According to Size, Commercial Quality and Thick- 3 
ness, 837. 
High-Temperature Heat Insulation (Compression, Flexure, Shrinkage), 684. _ 
Sheet and Tape Electrical Insulation for Thickness, 860. 
Sheet and Tape Insulating Materials for Dielectric Strength, 828. 
Untreated Paper Used in Electrical Insulation, 839. ~ 
Varnished Cloths and Varnished Cloth Tapes Used in Electrical 
tion, 864. 
Tentative Revision of Standard Methods of Testing Electrical Porcelain, 1048. : 
Tentative Specifications for: 
Asbestos 921. 


Flexible V nentahad Tubing Used in Electrical Insulation, 815. 
Insulated Wire and Cable: 30 per cent Hevea Rubber, 871. 
Insulated Wire and Cable: Performance Rubber Compound, 894. 


See Alloy Steel; Cast Iron; Malleable Iron; Steel; Wrought Iron. 
Izod Test. 
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Tentative Methods for the Identification of Fibers in Textiles and for the 


titative Analysis of Textiles, 931. 
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Tentative Method of Test for Knock Characteristics of Motor Fuels, 746 le “et 


Cement Reference Laboratory. Report of S Subcommittee, Committee C-1, 1, 272. 
Lacquers. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 327. 
Electrical Insulating Materials. Report of Committee D-9, 386. 
Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 741. 


Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Report on inspections of metallic coatings on hardware, structural shapes, 
, tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Test. 
7 See also Aging Tests. 
Life Tests for Rubber Products. Report of Subcommittee XV, Committee 
D-11, 412. 
Light Metals. er 
Tentative Methods of Test for: 
Chemical Analysis of Aluminum and Light Aluminum Alloys, 620. 
Impact Testing of Metallic Materials, 976. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
rials, 1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Bars, Rods and Shapes (Aluminum- Copper- 
Magnesium-Manganese), 600. 
Aluminum-Alloy (Duralumin) Sheet and Plate ( Aluminum-Copper- 
Aluminum-Base Alloy Sand Castings, 595. 
Aluminum-Base Sand-Casting Alloys in Ingot Form, 592. 
Aluminum-Manganese Alloy Sheet and Plate, 614. 2 
Aluminum Sheet and Plate, 605. wen 4 
Magnesium Ingot and Stick for Remelting, 636. 


Lime. 
Tentative Revision of Standard Specifications for Hydrated Lime for Structural 
Purposes, 1031. 
_ Locomotives and Cars. 
Tentative Specifications for: 
Carbon-Steel Castings for Industrial, Railroad and Marine Uses, 544. 
Heat-Treated Steel Elliptical Springs, 564. 
Normalized and Tempered Alloy-Steel Forgings for Locomotives, 559. 
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Tentative Method of Test for Long-Time (Creep) High- Tension 
Tests of Metallic Materials, 1004. 


See Grease; Oils; Petroleum Products. 


Magnesium Alloys. 
Die-Cast Metals and Alloys. Report of Committee B-6, 262. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Bars, Rods and Shapes 
Magnesium-Manganese), 600. 
Aluminum-Alloy (Duralumin) Sheet and Plate (Aluminum-Copper- 
Magnesium-Manganese), 610. 
Magnesium Ingot and Stick for Remelting, 636. 
Magnetic Testing. 
Magnetic Properties. Report of Committee A-6, 173. aT, 


Malleable Iron Castings. Report of Committee A-7, 175. CES 
Tentative Methods of Impact Testing of Metallic Materials, 976. v ; 
Tentative Specifications for Zinc Coating (Hot-Dip) on Hardware and Fasten- We 

Manganese Bronze. iS 

Report on inspection of atmospheric corrosion tests of non-ferrous metals and td dg 
alloys exposed at nine test locations, 244. 

Tentative Revision of Standard Methods of Chemical Analysis of Manganese 
Bronze, 1030. 

Manganese in Textiles. 

Tentative Methods of Test for Small Amounts of Copper and Manganese in 
Textiles, 927. 
Masonry Building Units. iy 
_ Hollow Masonry Building Units. Report of Committee C-10, 308. PRET 
_ Tentative Specifications and Tests for Load-Bearing Concrete Masonry Units, 

—— 

Mechanical Analysis. 

Round-table discussion on industrial applications of particle size measure- 
ss ments, Report of Technical Committee on Particle Size and Shape, Com- 


mittee E-1, 446. 

Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 

Tentative Revision of of Test Size of Anthracite, 1049. 


“wa Metallography. Report of Committee E-4, 489. 
Microstructure of Irons in Impact Investigation, by R. M. Allen. Report of 


Subcommittee XV, Committee A-3, Appendix, 130. 
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Tentative Methods of Test for Grading Natural Mica According to Size, Com- 
mercial Quality and Thickness, 837. 
Tentative Methods of Testing Sheet and Tape Electrical Insulation for Thick- 
ness, 860. 
Modulus of Rupture. 
Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 
sion, Flexure, Shrinkage), 684. 
Moisture. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Timber. Report of Committee D-7, 360. 
Molded Materiais. 
Electrical Insulating Materials. Report of Committee D-9, 386. te eee 


Motor Fuel. 


See Fuel Oil; Gasoline; Petroleum Products. 
Motor Lubricants. 


Tentative Specifications for Industrial Xylene (Xylol) or Solvent Naphtha, 736. 
Naval Stores. 
Naval Stores. Report of Committee D-17, 435. 
Dp Proposed Method of Test for Viscosity of Rosin (Ring-and-Ball Method). 
Report of Committee D-17, Appendix II, 441. 
Proposed Methods of Sampling and Testing Rosin. — of Committee D-17, 


Tentative Specifications for Spirits of Turpentine, 725. > 
Tentative Methods of Testing Untreated Paper Used in Electrical Insulation, 
839. 
Tentative Specifications for Raw Soybean Oil, 720. 
Nickel. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed ut nine test locations, 244. 
Nickel Steel. 
Tentative Methods of Impact Testing of Metallic Materials, 976. 
Tentative Methods of Rockwell Hardness Testing of Metallic Materials, 967. 
Nitric Acid Test. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 
178. 


Nitrocellulose. 
Tentative Methods of Test for Soluble Nitrocellulose Base Solutions, 737. 


Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 7 
Nomenclature. 
Heat Treatn « . of Iron and Steel. Report of Committee A-4, 138. 
Nomenclature and Definitions. Report of Committee E-8, 496. 
Proposed Definition of the Term Coke. Report of Committee E-8 on Nomen- 
clature and Definitions, 499. 
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Proposed Definitions of the Terms Consistency and Plasticity. ReportofCom- 
mittee E-1 on Methods of Testing, 445. “ieee 

Proposed Definitions of the Terms Net Calorific Value and Gross Calorific 
Value. Report of Committee E-8 on Nomenclature and Definitions, 497. 

Tentative Definitions of Terms Relating to Structural Clay Tile, 682. 

Tentative Definitions and Terms Relating to Textile Materials, 944. 

Tentative Revision of Standard Definitions of Terms Relating to Paint Speci- 
fications, 1040. fia 

Tentative Revision of Standard Definitions of Terms Relating to Timber = be 
Preservatives, 1035. 


Nuts. 
Tentative Specifications for Zinc Coating (Hot-Dip) on Hardware and Fasten- | 


al 


ings, 583. 


Octane Number. 
Tentative Method of Test for Knock Characteristics of Motor Fuels, 746. fina, 
Oils. 
Petroleum Products and Lubricants. Report of Committee D-2, 332. 
Symposium on Motor Lubricants—New York Regional Meeting. 
Committee E-6 on Papers and Publications, 493. 
Tentative Methods of Testing Bituminous Emulsions, 774. 
Tentative Revision of Standard Method of Test for Cloud and Pour Points, 1041. 


Tentative for Raw Oil, 720. 


See also Enamels; Lacquers; Paint Thinner; Paint Vehici:s; Pigments; 
Shellac; Varnish. 

Preservative Coatings for Structural Materials. Report of Committee D-1, 313. _ 

Tentative Revision of Standard Definitions of Terms Relating to Paint Speci- : 
fications, 1040. 

Tentative Revision of Standard Methods of Routine Analysis of White Lin- 
seed Oil Paints, 1036. 

Tentative Specifications for Wood to be _. .d as Panels in Accelerated Weather 
Tests of Paints and Varnishes, 745. 

Paint Thinners. 
See also Solvents. 


Tentative Specifications for Spirits of Turpentine, 725. 

Paint Vehicles. ere 
Preservative Coatings for Structural Materials. Report of Committee D-1, 313. 2 2 
Tentative Specifications for Raw Soybean Oil, 720. 

Paper. 

Electrical Insulating Materials. Report of Committee D-9, 386. 
Tentative Methods of Testing Untreated Paper Used in Electrical Insulation, 
839. 

Papers and Publications. 3: 
Annual Report of the Executive Committee, 32. oe ee 
Papers and Publications. Report of Committee E-6, 492. 

Round-table discussion on industrial applications of particle size measure- _ 
ments, Report of Technical Committee on Particle Size and Shape, Com- 
mittee E-1, 446. 
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Paper and Publications (Continued): 
Round Table Discussion on Spectrographic of Proceedings 
of the Thirty-sixth Annual Meeting, 21. 
Summary of Proceedings of the Thirty-sixth Annual Meeting, 1 
Symposium on Motor Lubricants—New York Regional Meeting. Report of 
: Committee E-6 on Papers and Publications, 493. 
Parkerized. 
oF Report on inspections of metallic coatings on hardware, structural shapes, 
; tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
a Particle Size. 
Round-table discussion on industrial applications of particle size measure- 
ments, Report of Technical Committee on Particle Size and Shape, Com- 
mittee E-1, 446. 
Tentative Method of Analysis for the Particle Size Distribution of Sub-Sieve 
Size Particulate Substances, 989. 
Partition Tile. 
Tentative Specifications for Structural Clay Non-Load-Bearing Tile, 671. 
Pavements. 
Road and Paving Materials. Report of Committee D-4, 348. 
Tentative Specifications for Concrete for Pavements, 764. 
Tentative Specifications for Ready Mixed Concrete, 703. 
Penetration. 


Tentative Method of Test for Penetration of Greases and Petrolatum, 756. 
Petrolatum. 


Tentative Method of Test for Penetration of Greases and Petrolatum, 756. 
Petroleum Products. 
See also Bituminous Materials; Oils. 
Grease. Report of Subcommittee IV, Committee D-2, 342. _ 
Petroleum Products and Lubricants. Report of Committee D- 2, 332. 
A Procedure for Measuring Bleeding of Cup Greases, by Winslow H. Herschel. 
Report of Subcommittee IV, Committee D-2, Appendix, 343. 
Proposed Definitions of the Terms Net Calorific Value and Gross Calorific 
Value. Report of Committee E-8 on Nomenclature and Definitions, 497. 
Symposium on Motor Lubricants—New York Regional Meeting. Report of 
Committee E-6 on Papers and Publications, 493. 
Tentative Methods of Test for: mat 
Knock Characteristics of Motor Fuels, 746. tS 
Penetration of Greases and Petrolatum, 756. 
. Tentative Revision of Standard Method of Test for Cloud and Pour Points, 1041. 
Pigments. 
See also Paints. 
Preservative Coatings for Structural Materials. Report of Committee D-1, 
313. 
Round-table discussion on industrial applications of particle size measure- 
ments, Report of Technical Committee on Particle Size and Shape, Com- 
mittee E-1, 446. 
Specifications for Pigments Dry and in Oil when Marketed in That Form. 
Report of Subcommittee XV, Cominittee D-1, 325. 
Tentative Method of Analysis for the Particle Size Distribution of Sub- Sieve 
Size Particulate Substances, 989. 
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Tentative Revision of: 
Standard Methods of Routine Analysis of Yellow and Orange Pigments 
Containing Chromium Compounds, Blue Pigments and Chrome Green, © 


1038. 
4 Standard Methods of Routine Analysis of White Linseed Oil Paints, 1036. 
Standard Specifications for Basic Carbor te White Lead, 1036. 
Pipe and Piping Materials. peers 
See also Tubes. av 
Report on inspections of metallic coatings on hardware, structural shapes, | 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. __ 
Standardization of Dimensions and Material of Wrought-Iron and Wrought- __ 
Steel Pipe and Tubing. Report of Sectional Committee, 76. 4 ae 
Tentative Method of Test for Long-Time (Creep) High-Temperature Tension —_ 
Tests of Metallic Materials, 1004. bs 
Tentative Method of Test for Short-Time High-Temperature Tension Tests of at 
Metallic Materials, 996. 
Tentative Revision of Standard Specifications for Cement-Concrete Sewer — ae 


7 Lap-Welded and Seamless Steel es for High-Temperature Service, 572. ? 


Mild Steel Plates, 526. 
Steel for Bridges, 511. 


Steel for Buildings, 519. 
Wrought-Iron Rivets and Rivet Rounds, 587. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 


Plasticity. 
Proposed Definitions of the Terms Consistency and Plasticity. ReportofCom- 
mittee E-1 on Methods of Testing, 445. 


Plates. 
Tentative Specifications for: 


Aluminum-Alloy (Duralumin) Sheet and Plate (Aluminum-Copper- 
Magnesium-Manganese), 610. 
Aluminum-Manganese Alloy Sheet and Plate, 614. 
Aluminum Sheet and Plate, 605. 
High Tensile Strength Carbon-Steel Plates for Fusion-Welded Pressure A 
: Vessels (Plates over 2 in. up to and Including 4 in. in Thickness), 539. - Be 
la High Tensile Strength Carbon-Steel Plates for Pressure Vessels (Plates 
2 in. and Under in Thickness), 533. 
Mild Steel Plates, 526. 
Steel for Bridges, 511. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 1 #4. gay 
Porcelain. 
Tentative Revision of Standard Methods of Testing Electrical Porcelain, 1048. ay 3 a 
Portland Cement. 
See Cement. 
Pothead Compounds. 


Tentative Methods of Testing Compounds Used for Splicing Electrical ey ne = 
and Filling Potheads, 818. 
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Pour Point. 


Tentative Revision of Standard Method of Test for Cloud and Pour Points, 
1041. 


Power Piping. 
See High Temperature; Pipe and Piping Materials. 
Presidential Address. 


Introspection. Annual Address by the President, Cloyd M. Chapman, 27. 
Pressure Vessels. 


4 See Boilers. 
“Proportional Limit. 


The Determination and Significance of “ Proportional Limit” and “ Breaking 
Strength” in Short-Time High-Temperature Tests. Report of Joint Re- 
search Committee, Appendix II, 218. 
Protective Coatings. 
See Corrosion; Enamels; Galvanizing; Lacquers; Pigments; Ghel- 
’ lac; Timber Preservatives; Tin; Varnish; Zinc. 
Proving Levers. 
Tentative Methods of Verification of Testing Machines, 1913. 
Publications. 
See Papers and Publications. 


Specifications for Pigments Dry and in Oil when Marketed in That Form. 
Report of Subcommittee XV, Committee D-1, 325. 
Pyrometric Cone Equivalent. 
See Softening Point. 


2 Tentative Specifications for Flexible Varnished Tubing Used in Electrical 
Insulation, 815. 


Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 


Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 


Tentative Specifications for Concrete for Pavements, 764. 
Tentative Specifications for Ready Mixed Concrete, 703. 
Refractories. 
Refractories. Report of Committee C-8, 279. 
Tentative Method of Test for: 
tg Analysis for the Particle Size Distribution of Sub-Sieve Size Particulate 
Substances, 989. 
4 High-Temperature Heat Insulation (Compression, Flexure, Shrinkage), 
684. 
Resistance of Fire-Clay Brick to Thermal Spalling Action, 689. catiyot 
Tentative Revision of: 
Standard Definitions for Clay Refractories, 1034. 
Standard Method of Test for Refractory Materials Under Load at High 
Temperatures, 1032. 
Standard Method of Test for Softening Point of Fire-Clay Brick, 1032. 
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Tentative Revision of: 
Standard Specifications for Clay Fire Brick for Malleable Furnaces with 
Removable Bungs and for Annealing Ovens, 1032. 
Standard Specifications for Clay Fire Brick for Marine Boiler Service, 1032. 
Standard Specifications for Clay Fire Brick for Stationary Boiler Service, 


1032. 


Repeated Stress. © 
See Fatigue. 
Research. 
Effect of Temperature on the Properties of Metals. ae of oie. Research 
Committee, 209. st 
Research. Report of Committee E-9, 500. Bt, 


Resilience. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A- 3, 87. 
Resistance. 
Tentative Methods of Testing Compounds Used for Splicing Electrical Cables 
and Filling Potheads, 818. 
Resistance Alloys. 
See Electrical Resistance and Heating Alloys. 
Rivets. 
Tentative Specifications for Wrought-Iron Rivets and Rivet Rounds, 587. 
Total Immersion Tests. Keport of Subcommittee V, Committee A-5, 144. 
Road Materials. 
See also Aggregates; Bituminous Materials; Concrete; Pavements. 
(Items on road materials are also indexed under the materials and subjects 
covered by them.) 
Road and Paving Materials. Report of Committee D-4, $48. 
Rockwell Hardness. 
See Hardness Testing. 


Rods. 
Tentative Specifications for Aluminum- oy —_— Bars, Rods and 


Shapes (Aluminum-Copper-Magnesium-Manganese), 600. 


Roofing. 
Accelerated Weathering Tests. Report of Subcommittee VIII, Committee 
D-8, 379. 
Bituminous Waterproofing and Roofing Materials. Report of Committee D-8, 
374. 


Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
Report of Subcommittee VIII, Committee D-8, Appendix, 381. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Tale or Mineral Granules, also Asphalt Shingles Surfaced with 
Mineral Granules, 799. 

Tentative Specifications for: 

Asphalt Cap Sheet Surfaced with Mineral Granules, 778. 
Asphalt Roll-Roofing and Asphalt Shingles Surfaced with awd Gran- 

Asphalt Roll-Roofing Surfaced with Granular Talc, 791. 
Asphalt Roll-Roofing Surfaced with Powdered Talc, 795. 
: 5 Heavy Weight Asphalt Roll-Roofing and Heavy Weight Asphalt Shingles _ 

with Mineral Granules, 781. 
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Naval Stores. Report of Committee D-17, 435. 
Proposed Method of Test for Viscosity of Rosin (Ring-and-Ball Method). 
Report of Committee D-17, Appendix II, 441. 
Proposed Methods of Sampling and Testing Rosin. Report of Committee D-17, 
Appendix I, 437. 
Viscosity of rosin determined in cooperative tests using proposed viscosity test 
Roving. 
Tentative Specifications for Asbestos Roving, 921. 
Rubber Products. 
Life Tests for Rubber Products. Report of Subcommittee XV, Committee 
D-11, 412. 
Rubber Products: Report of Committee D-11, 405. yh ote 
Tentative Methods of Test for: 
Rubber Belting Used for Power Transmission, 904. 
Rubber Hose, Braided Construction, 909. 
Rubber Hose, Wrapped Construction, 915. nity, rom 
Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 
Rubber, 871. 
Tentative Specifications for Insulated Wire and Cable: Performance Rubber 
Compound, 894. 


Ss 
Salt Spray Test. 
Methods of Corrosion Testing. Report of Subcommittee IV, Committee A-10, 
178. 
Sampling. 
(Methods of sampling are indexed under the materials and subjects covered by 
them.) 
Sand. 
See also Aggregates. 
Tentative Method of Test for Absorption by Aggregates for Concrete (Labora 
tory Determinations), 711. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggre- 
gates for Concrete, 713. 
See Immersion Tests. 
Set Test. 
Tentative Methods of Test for Rubber Hose, Braided Construction, 909. 
Tentative Methods of Test for Rubber Hose, Wrapped Construction, 915. 
Sewer Pipe. 
ih Tentative Revision of Standard Specifications for Cement-Concrete Sewer 
Pipe, 1031. 
pee Tentative Specifications for Clay Sewer Pipe, 691. 
Shapes. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Bars, Rods and Shapes (Aluminum-Copper- 
Magnesium-Manganese), 600. 
Steel for Bridges, 511. 
Steel for Buildings, $19. 
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Shear Test. 


Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Sheets. 
See also Plates. 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 149. 
Tentative Methods of Testing Sheet and Tape Insulating Materials for Dielec- 
tric Strength, 828. 
Tentative Methods of Testing Sheet and Tape Electrical Insulation for Thick- 
ness, 860. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Sheet and Plate (Aluminum-Copper- 
Magnesium-Manganese), 610. 
Aluminum-Manganese Alloy Sheet and Plate, 614. 
Aluminum Sheet and Plate, 605. 
Asphalt Cap Sheet Surfaced with Mineral Granules, 778. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 
Shellac. 


Preservative Apri for Structural Materials. ene of Committee D-1, 313. 


Sherardized. 


Report on inspections of metallic coatings on hardware, structural shapes, 

tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Shingles. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 799. 

Tentative Specifications for Asphalt Roll-Roofing and Asphalt Shingles Sur- 
faced with Mineral Granules, 786. 

Tentative Specifications for Heavy Weight Asphalt Roll-Roofirg and Heavy 
Weight Asphalt Shingles Surfaced with Mineral Granules, 781. 

Ships. 

Tentative Specifications for Carbon-Steel Castings for Industrial, Railroad and 
Marine Uses, 544. 

Short-Time High-Temperature Tests. 

Cooperative Short-Time High-Temperature Tension Tests of Carbon Steel K6, 
Report of Joint Research Committee, Appendix I, 213. 

The Determination and Significance of ‘“ Proportional Limit” and “ Breaking 
Strength" in Short-Time High-Temperature Tests. Report of Joint Re- 
search Committee, Appendix II, 218. 

The Significance of the Results of Short-Time High-Temperature Tension 
Tests. Report of Joint Research Committee, Appendix III, 225. 

Tentative Method of Test for Short-Time High-Temperature Tension Tests of 
Metallic Materials, 996. 

Shrinkage Test. 

Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 
sion, Plexure, Shrinkage), 684. 


Tentative Revision of Standard Specifications for Tolerances and Test Methods _ . 


for Certain Light and Medium Cotton Fabrics, 1045. 
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Sieves. 
Tentative Method of Analysis for the Particle Size Distribution of Sub-Sieve 
Size Particulate Substances, 989. 
Silk. 
Tentative Methods for the Identification of Fibers in Textiles and for the 
Quantitative Analysis of Textiles, 931. 
Slag. 
See also Aggregates. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggregate: 
for Concrete, 713. 
_ Tentative Method of Test for Absorption by Aggregates for Concrete (Labora- 
Determinations), 711. 
Tentative Revision of Standard Specifications for Broken Slag for Waterboun: 
Base and Wearing Course, 1042. 
Tentative Revision of Standard Specifications for Shovel-Run or Crusher-Run 
Broken Slag for Waterbound Base, 1043. 
Slate Covered Roofing. 
Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
_ Granular Tale or Mineral Granules; also Asphalt Shingles Surfaced wit! 
Mineral Granules, 799. 
Tentative Specifications for: 
Asphalt Cap Sheet Surfaced with Mineral Granules, 778. 
Asphalt Roll-Roofing and Asphalt Shingles Surfaced with Mineral Gran- 
ules, 786. 
A pe: Heavy Weight Asphalt Roll-Roofing and Heavy Weight Asphalt Shingle 
7 Surfaced with Mineral Granules, 781. 
Sludge Tests. 


Electrical Insulating Materials. Report of Committee D-9, 386. vetheorelT, ae 
Softening Point. al 
Tentative Revision of: 
Standard "efinitions for Clay Refractories, 1034. 


ss Standard Method of Test for Softening Point of Fire-Clay Brick, 1032. 
+4 Standard Specifications for Clay Fire Brick for Malleable Furnaces with 


a Removable Bungs and for Annealing Ovens, 1032. 
= ee? Standard Specifications for Clay Fire Brick for Marine Boiler Service, 
1032. 
i : Standard Specifications for Clay Fire Brick for Stationary Boiler Service, 
1032. 
Solvents. 


See also Extraction, Methods of; Paint Thinners; Paint Vehicles. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 
327. 

Tentative Specifications for: 
Industrial Pure Toluene (Toluol), 732. 
pe Industrial 90 per cent Benzene (Benzol), 731. 

Industrial Xylene (Xylol) or Solvent Naphtha, 736. 

Tricresyl Phosphate, 733. 

Soundness. 

‘a Summary of Report on Significance of Tests of Concrete a Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
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Tentative initia for Raw Soybean Oil, 720. 
Spalling Test. 
Tentative Method of Control Test for Resistance of Fire- Clay Brick to en 
Spalling Action, 689. 
Specifications. 
(Specifications are indexed under the materials covered by them.) 
Specific Gravity. 
A Study of the Analysis of Fresh Concrete with the Dunagan Buoyancy Appa- 
ratus, by H. R. Nettles and J. M. Holme. Report of Committee C-9, Appen- 
dix III, 297. Discussion, 306. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Spectrographic Analysis. 
Round Table Discussion on Spectrographic Analysis, or of ee 
of the Thirty-sixth Annual Meeting, 21. 
See Salt Spray Test. 
Springs. 
Tentative Specifications for Heat-Treated Steel Elliptical Springs, 564. 


See Alloy Steel; Chromium Steel. mf 


Annual Report of the Executive Committee, 32. 
Cement Reference Laboratory. Report of Subcommittee, Committee C-1, 


272. 

Introspection. Annual Address by the President, Cloyd M. Chapman, 27. 

Standards. Report of Committee E-10, 503. 

Summary of Proceedings of the Thirty-sixth Annual Meeting, 1 

Statistical Analysis. 

Die-Cast Metals and Alloys. Report of Committee B-6, 262. 

Methods of Testing. Report of Committee E-1, 443. : 

Report of Committee on Manual on Presentation of Data (1933). Reportof 
Committee E-1, Appendix, 451. 

Steel. 

Cooperative Short-Time High-Temperature Tension Tests of Carbon Steel K6. 
Report of Joint Research Committee, Appendix I, 213. 

Corrosion of Iron and Steel. Report of Committee A-5, 140. 

The Determination and Significance of “Proportional Limit” and “Breaking _ 
Strength”’ in Short-Time High-Temperature Tests. Reoort of Joint Ree 
search Committee, Appendix IT, 218. : 

Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 209. 

Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 
166. 


Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee a ih 


A-5, 149. 
Heat Treatment of Iron and Steel. Report of Committee A-4, 138. 


Iron-Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com- | +e 


mittee A-10, 176. 
Magnetic Properties. a of Committee A-6, 173. 
Methods of Corrosion Testi 


SUBJECT INDEX 1077 
7 
a 
4 
h 
2. 
€, 
> 
e, 
l, 
at 
~ 
tee IV, Committee A-10, 


INDEX 


Steel (Continued): ; 

Proposed Revisions in Standards and Tentative Standards for Steel. Report of 
Committee A-1, Appendix, 66. 

Specifications for Metallic-Coated Products. Report of Subcommittee VI, 
Committee A-5, 147. 

Standardization of Dimensions and Material of Wrought-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sectional Committee, 76. 

Steel. Report of Committee A-1, 53. 


Tentative Methods of Test for: 
Compression Testing of Metallic Materials, 959. ere 
Impact Testing of Metallic Materials, 976. 
Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
rials, 1004. 
Rockwell Hardness Testing of Metallic Materials, 967. 
Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 
Tentative Revision of: 
Standard Specifications for Cold-Drawn Steel Wire for Concrete Reinforce- 
ment, 1028. 
Standard Specifications for Lap-Welded and Seamless Steel and Lap- 
Welded Iron Boiler Tubes, 1028. 
Standard Specifications for Quenched-and-Tempered Alloy-Steel Axles, 
Shafts and Other Forgings for Locomotives and Cars, 1027. 
Standard Specifications for Quenched-and-Tempered Carbon-Steel Axles, 
Shafts, and Other Forgings for Locomotives and Cars, 1027. 
Tentative Specifications for: 
Alloy-Steel Castings for Structural Purposes, 553. 
Carbon-Steel Castings for Industrial, Railroad and Marine Uses, 544. 
Heat-Treated Steel Elliptical Springs, 564. 
High Tensile Strength Carbon-Steel Plates for Fusion-Welded Pressure 
Vessels (Plates over 2 in. up to and Including 4 in. in Thickness), 539. 
High Tensile Strength Carbon-Steel Plates for Pressure Vessels (Plates 
2 in. and Under in Thickness), 533. 
Lap-Welded and Seamless Steel Pipe for High-Temperature Service, 572. 
Mild Steel Plates, 526. 
Normalized and Tempered Alloy-Steel Forgings for Locomotives, 559. 
Steel for Bridges, 511. Sagem 
Steel for Buildings, 519. 
Zinc Coating (Hot-Dip) on Hardware and Fastenings, 583. __ re 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 144. 
Zinc Coating of Iron and Steel. Report of Sectional Committee, 170. 
Stone. 
See also Aggregates. 
Tentative Method of Field Test for Absorption of Mixing Water by Aggre- 
gates for Concrete, 713. 
Tentative Method of Test for Absorption by Aggregates for Concrete (Labora- 
tory Determinations), 711. 
Tentative Revision of: 
Standard Specifications for Block for Durax Granite Pavements, 1043. 
Standard Specifications for Block for Granite Block Pavements, 1043. 
Standard Specifications for Block for Recut Granite Block Pavements, 
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Tentative Specifications for Aluminum-Alloy Dens, Rods and 
Shapes (Aluminum-Copper-Magnesium-Manganese), 600. 
Structural Steel. 
See also Steel. 
Report on inspection of metallic coatings on hardware, structural shapes, tu- io, we ry 
bular goods, etc., exposed to atmosphere on test racks at five locations, 156. _ coe 
Tentative Methods of Impact Testing of Metallic Materials, 976. ses 
Tentative Specifications for: 
Carbon-Steel Castings for Industrial, Railroad and Marine Uses, 544. 
Mild Steel Plates, 526. 
Steel for Bridges, 511. 
Steel for Buildings, 519. 
tructural Timber. 
See Timber. 
Summary of Proceedings. 
Summary of Proceedings of the Thicty-sinth 


Tape. 
See also Rubber Products; Textile Materials. 
Tentative Methods of Test for: 


om Sheet and Tape Electrical Insulation for Thickness, 860. 


Sheet and Tape Insulating Materials for Dielectric Strength, 828. ans 
Varnished Cloths and Varnished Cloth Tapes Used in Electrical Insula- __ 
tion, 864. ~ 
Tentative Specifications for Black Bias-Cut Varnished Cloth Tape Used for 
Electrical Insulation, 809. 
Tentative Specifications for Insulated Wire and Cable: 
Rubber, 871. 
Tear Test. 
Tentative Methods of Testing Untreated Paper Used in Electrical Insulation, = 
839. 
Tentative Revision of Standard General Methods of Testing Woven nell -: 
Fabrics, 1047. 
Tentative Revision of Standard Specifications for Tolerances and Test Methods ae ic 
for Certain Light and Medium Cotton Fabrics, 1045. ; 
Temperature, Effect of. 
See also Heat Treatment; 


Report of Joint Appendix I, 213. 
The Determination and Significance of “Proportional Limit” and “Breaking 

Strength” in Short-Time High-Temperature Tests. Report of Joint Re- 
search Committee, Appendix II, 218. 
Effect of Temperature on the Properties of Metals. Report of Joint a 
Committee, 209. 
The Significance of the Results of Short-Time High- Temperature Tension Tests. 


Report of Joint Research Committee, Appendix III, 225. ys: aac ll 
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_ Temperature, Effect of (Continued): 

Tentative Method of Test for Long-Time (Creep) High-Temperature Tension 
Tests of Metallic Materials, 1004. 


Tentative Method of Test for Short-Time High-Temperature Tension Tests of 
Metallic Materials, 996. 


Tension Testing. 


Cooperative Short-Time High- Temperature Tension Tests of Carbon Steel K6. 
Report of Joint Research Committee, Appendix I, 213. 

The Determination and Significance of “ Proportional Limit” and “ Breaking 
Strength” in Short-Time High-Temperature Tests. Report of Joint Re- 
search Committee, Appendix II, 218. 

Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 

Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 

The Significance of the Results of Short-Time High-Temperature Tension 
Tests. Report of Joint Research Committee, Appendix III, 225. 

Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 

Tentative Methods of Test for: 

Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
rials, 1004. 

Rubber Belting Used for Power Transmission, 904. 

Rubber Hose, Braided Construction, 909. 

Rubber Hose, Wrapped Construction, 915. hen toy 

Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 

Untreated Paper Used in Electrical Insulation, 839. 

Varnished Cloths and Varnished Cloth Tapes Used in Electrical Insula- 
tion, 864. 

Verification of Testing Machines, 1013. 

Tentative Revision of Standard General Methods of Testing Woven Textile 
Fabrics, 1047. 

Tentative Specifications for Insulated Wire and Cable: 30 per cent Hevea 
Rubber, 871. 


Tentative Specifications for Insulated Wire and Cable: Performance Rubber 
Compound, 894. 


‘Testing Apparatus. 


See also Testing, Physical Methods of. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 
_ Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
Report of Subcommittee V LII, Committee D-8, Appendix, 381. 
Second Exhibit of Testing Apparatus and Machines. Annual Report of the 
Executive Committee, 50. 
Tentative Methods of Test for: 
Compression Testing of Metallic Materials, 959. 
Impact Testing of Metallic Materials, 976. 
Knock Characteristics of Motor Fuels, 746. oh ens 


Rockwell Hardness Testing of Metallic Materials, 967. 
Verification of Testing Machines, 1013. 
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Testing, Physical Methods of. + i ae 
(Methods of analysis, sampling, testing, etc., and revisions thereo é are indexed 


under the materials and subjects covered by them.) ie 

Methods of Testing. Report of Committee E-1, 443. a es 

A Procedure for Measuring Bleeding of Cup Greases, by Winslow H. Herschel. 
Report of Subcommittee IV, Committee D-2, Appendix, 343. 

Proposed Method for Accelerated Weathering Tests on Bituminous Materials 
Report of Subcommittee VIII, Committee D-8, Appendix, 381. : 

Proposed Method of Test for Viscosity of Rosin (Ring-and-Ball Method). 
Report of Committee D-17, Appendix II, 441. 

Proposed Methods of Sampling and Testing Rosin. Report of Committee D-17, 
Appendix I, 437. 

Report of Committee on Manual on Presentation of Data (1933). Report of 
Committee E-1, Appendix, 451. ee 
entative Methods of Test for: 

Compression Testing of Metallic Materials, 959. 

Impact Testing of Metallic Materials, 976. 

Long-Time (Creep) High-Temperature Tension Tests of Metallic Mate- 
rials, 1004. 

Particle Size Distribution of Sub-Sieve Size Particulate Substances, 989. 

Rockwell Hardness Testing of Metallic Materials, 967. 

Short-Time High-Temperature Tension Tests of Metallic Materials, 996. 


Test Specimen. 
Impact Testing of Cast Iron. Report of Subcommittee XV, Committee A-3, 87. 


Thermostatic Metals. 
lectrical-Heating, Electzical-Resistance and Electric-Furnace Alloys. Report 


of Committee B-4, 252. 


Textile Materials. 
Proposed Revisions in Standards for Textile Materials. Report of Committee 
D-13, Appendix I, 428. os 
_ Tentative Definitions and Terms Relating to Textile Materials, 944. me 
_ Tentative Methods of Test for: aa 
Identification of Fibers in Textiles and for the Quantitative paren of 
Textiles, 931. 
Sheet and Tape Electrical Insulation for Thickness, 860. 
Small Amounts of Copper and Manganese in Textiles, 927. 
Varnished Cloths and Varnished Cloth Tapes Used in Electrical Insula- 
tion, 864. 
Tentative Revision of: 
Standard General Methods of Testing Woven Textile Fabrics, 1047. 
Standard Specifications for Tolerances and Test Methods for Certain 
Light and Medium Cotton Fabrics, 1045. 
Standard Specifications for Tolerances for Hose and Belt Ducks, 1044. 
Tentative Specifications for: 
‘ Asbestos Roving, 921 
Black Bias-Cut Varnished Cloth Tape Used for Electrical Insulation, 809. 
Holland Cloth, 924. 
Textile Materials. Report of Committee D-13, 417, ne 
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Hollow Masonry Building Units. Report of Committee C-10, 308. Rate 
Tentative Definitions of Terms Relating to Structural Clay Tile, 682. __ les 
Tentative Specifications for: 
Load-Bearing Concrete Masonry Units, 678. 
Structural Clay Floor Tile, 667. 
Structural Clay Load-Bearing Wall Tile, 674. thi, mie 
Structural Clay Non-Load-Bearing Tile, 671. 
Proposed Revisions in Standard Specifications for Structural Wood Joist and 
Planks, Beams and Stringers, and Posts and Timbers (D 245-30). Report 
of Committee D-7, Appendix, 366. 
Tentative Specifications for Wood to be Used as Panels in Accelerated Weather 
Tests of Paints and Varnishes, 745. 
Timber. Report of Committee D-7, 360. 


Tentative Revision of Standard Definitions of Terms Relating to Timber 
Preservatives, 1035. 
Timber Preservatives. Report of Subcommittee VI, Committee D-7, 369. 


Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Toluene. 
Tentative Specifications for Industrial Pure Toluene (Toluol), 732. 
Tentative Methods of Impact Testing of Metallic Materials, 976. 
See Flexure Testing. 


Tentative Specifications and Tests for Tricresyl Phosphate,733. = ‘ng 
Tubes. 
See also Pipe and Piping Materials. 
Report on inspections of metallic coatings on hardware, structural shapes, 
tubular goods, etc., exposed to atmosphere on test racks at five locations, 156. 
Standardization of Dimensions and Material of Wrought-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sectional Committee, 76. 
Tentative Method of Test for Long-Time (Creep) High-Temperature Tension 
Tests of Metallic Materials, 1004. 
Tentative Method of Test for Short-Time High-Temperature Tension Tests 
of Metallic Materials, 996. 
Tentative Revision of Standard Specifications for Lap-Welded and Seamless 
Steel and Lap-Welded Iron Boiler Tubes, 1028. 
Tentative Specifications for Flexible Varnished Tubing Used in Electrical 
Insulation, 815. 
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See Freezing-and-Thawing Tests. 
Thickness. 
7 ate 7 Tentative Methods of Testing Sheet and Tape Electrical Insulation for Thick- 
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Turpentine. 
Preservative Coatings for Structural Materials. Report of Committee D-1, 3 oi 
Tentative Specifications for Spirits of 4 septa 725. 


Summary of Report « on Significance of Tests ot C Concrete and Concrete Aggre- 
gates. Report of Committee C-9, ae I, 288. 


Electrical Insulating Materials. Report of Committee Ds, 386. 
Preservative Coatings for Structural Materials. Report of Committee D-1, 313. 
Tentative Methods of Testing Varnished Cloths and Varnished Cioth Tapes 
Used in Electrical Insulation, 864. 
Tentative Specifications for: 
Black Bias-Cut Varnished Cloth Tape Used for Electrical Insulation, 809. 
Centrifuged Shellac Varnish, 729. 
Flexible Varnished Tubing Used in Electrical Insulation, 815. 
Shellac Varnish, 727. 
Wood to be Used as Panels in Accelerated Weather Tests of Paints and 
Varnishes, 745. 
Vehicles, Paint. 


Viscosity. 
See also Consistency; Penetration. ert. ai 
Proposed Method of Test for Viscosity of Rosin (Ring-and-Ball Method). 

Report of Committee D-17, Appendix IT, 441. 
Tentative Methods of Test for Soluble Nitrocellulose Base Solutions, 737. 
Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 741. 
Viscosity of rosin determined in cooperative tests using proposed viscosity test 
; (ring-and-ball method), 436. 
Voids. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. ; . 
Tentative Specifications for Concrete for Pavements, 764. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 

Tentative Methods of Testing Compounds Used for Splicing Electrical Cables 
and Filling Potheads, 818. 

Tentative Methods of Testing High-Temperature Heat Insulation (Compres- 
sion, Flexure, Shrinkage), 684. 


_ The Action of Water on Concrete, by B. Kellam. Report of Committee C-9, 
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Water-Gas Tar. 


Tentative Revision of Standard Definitions of Terms Relating to Timber 
Preservatives, 1035. 


374, 
Weathering Tests. 
Accelerated Weathering Tests. Report of Subcommittee VIII, Committee 
D-8, 379. 
The Action of Water on Concrete, by B. Kellam. Report of Committee C-9, 
Appendix II, 289. 
Proposed Method for Accelerated Weathering Tests on Bituminous Materials. 
Report of Subcommittee VIII, Committee D-8, Appendix, 381. 
Report on inspection of atmospheric corrosion tests of non-ferrous metals and 
alloys exposed at nine test locations, 244. 
Tentative Specifications for Wood to be Used as Panels in Accelerated Weather 
Tests of Paints and Varnishes, 745. 
Weight. 
Summary of Report on Significance of Tests of Concrete and Concrete Aggre- 
gates. Report of Committee C-9, Appendix I, 288. 
Welding. 
Tentative Specifications for: 
Seed Sls High Tensile Strength Carbon-Steel Plates for Fusion-Welded Pressure 
p! 2 o oe Vessels (Plates over 2 in. up to and Including 4 in. in Thickness), 539. 
High Tensile Strength Carbon-Steel Plates for Vessels 2 


Waterproofing. 
- oi Bituminous Waterproofing and Roofing Materials. Report of Committee D-8, 


in. and Under in Thickness), 533. 


Steel for Buildings, 519. 


re Specifications for Pigments Dry and in Oil when Marketed in That — 


Report of Subcommittee XV, Committee D-1, 325. 
Tentative Revision of Standard Specifications for Basic Carbonate White 
Lead, 1036. 


Electrical-Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
of Committee B-4, 252. 

Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 149. \ 

Specifications for Metallic-Coated Products. Report of Subcommittee VI, 
Committee A-5, 147. 

Tentative Methods of Chemical Analysis of Metallic Materials for Electrical 
Heating, 648. 

Tentative Revision of Standard Specifications for Cold-Drawn Steel Wire for 
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